PRINCESS ANN HOTEL 

920 Collins Avenue 
MIAMI BEACH 39, FLORIDA 

New — Modern — Luxurious — All Outside Rooms with 
Private Bath, Shower and Telephone — Solarium — Surf 
Bathing from Hotel—Near all Popular Recreation Acti¬ 
vities—Open All Year— 
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